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New Fifth Avenue Building 
The Home of John Deere 
Moline Public Hospital 
Lutheran Hospital 
Swimming Pool 
The Government Bridge 
Sacred Heart Church 
Scottish Rite Cathedral 
Iowa-Illinois Memorial Bridge 
Fifth Avenue 
Post Office 
Le Claire Hotel 
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